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Interior  of  chapel,  St!  Elizabeth  Hospital,  Cov- 
ington, Kentucky,  operated  by  the  jFranciscan 
Sisters  of  the  Poor.  A  tranquil  spot  Available  to 
visitors,  employees,  and  ambulatory  patient^  Iff^^' 
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